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WARNING NOTICE: INTELLIGENCE SOURCES AND METHODS INVOLVED 
PROJECT NUMBER: F022 SESSION NUMBER: 1 
DATE OF SESSION: 24 APR 90 DATE OF REPORT: 230 AFR 70 
START: O924 END: 0940 
METHODOLOGY: S0L0 VIEWER IDENTIFIER: 003 
i. (S/STD) MISSION: Locate fs ME carrier) and SG1 
determine whether it is carrying drugs. so, determine where they are A 
stored on board and to where they are destined. If not, determine whether 


SG1A the[ wild on-loaad drugs on its present voyage. 


Zo ($/STD) VIEWER TASKING: Encrypted coordinates: 237537/579297 and 

SG1A "The[ sd a 330‘ cargo carrier w/blue hull and white 
superstructure left cartagena, Columbia on 23 April, 1990. It is believed 
to be en-route to San Jaun, Puerto Rice (you will have to decide for 
yourself if this is true)." 


oe (6/STD) COMMENTS: Physical Inclemencies: disruption of normal 
schedule due to process of moving residence. A summary of information is 
. attached. 


4. (S/STD) EVALUATION: 


5.  (8/STD) SEARCH EVALUATION: / 7% 


MONITOR: N/A 


CLASSIFIED BY: OSD 
DECLASSIFY: GADR 
ET STIFFLED NOFORN 


Handie Via SKEE 
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Working paper 


Proj. no: 9022 
Date: 26 Apr 90 
Viewer: 003 
Session: 001 
Monitor: N/A 
Time: 0924-0940 


Summary of Information 


Though one of the crew members seems to have his own 


“recreational” quantities of some illegal substance, the vessel 


itself does not give the impression of transporting illegal 


narcotics at the present time, nor will it within the scope of 


this operation on-load any. It is presently (260930 Apr 90) 


located at approximately 18 deg 20 min N/75 deg 05 min W., vic 


Navassa Island, 


off the west coast of Haiti. 


Handle Via SKEET Channels Only 
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apuegepieie STIPPLED NOFORN 
SPECIAL ACCESS REQUIRED 


WORKING PAPER 26 APR 90 
TASKER 
1. (S/STD) PROJECT: 9022. 


2. (S/STD) ENCRYPTED COORDINATES: 237537/579297. 


C05 


3. (S/STD) BACKGROUND: The[  ——_—ja 330’ cargo carrier w/ blue 


hull and white superstructure left Cartagena, Columbia on 23 April, 1990. 


It is BELIEVED to be en-route for San Juan, Puerto Rico (you will have to 


decide for yourself if this is true). 
4. ({S/STD) ESSENTIAL ELEMENTS OF INFORMATION: 
a. Determine its present location. 
b. Determine if it is carrying contraband in the form of drugs. 
ce. If it is carrying illegal drugs: 
1) How are they wrapped? 
2) Where on the ship are they stored? 
d. If it is not carrying illegal drugs: 
1) Will it on-load illegal drugs on this trip? 
2) If so, where? 
e. If is carrying illegal drugs or will on-load them: 
1) Where will it transfer/off-load them? 


2) When will it transfer/off-load them? 


f. Phonetically surface call signs associated with the target vessel. 


Gui=eepee STIPPLED NOFORN 
SPECIAL ACCESS REQUIRED 
Handle Via SKEET Channels Only 
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SE PPLED NOFORN 


REPORT OF REQUESTED INFOR 


Requestor Task # _JT-4-0014-90 Source # 007 
Revd. by Source 2/ty'790 
DCSINT Task # 9022 Returned to PO /__/90 


SESSION DATE/TIME: 240924 #pr FO 
ESSENTIAL ELEMENTS OF INFORMATION REQUESTED IN ORDER OF PRIORITY: 


1. Determine the current location of 2 SG1 


o ‘ c 
response: !% 20W/ Ps os) Ww _ vic WMavasse Ls. , A 
Off es Coast 4,5 


2. Determine if it is carrying contraband in the form of drugs. 


= j a 
RESPONSE: Iumpresimn, phat vessel is “st Greys Arugs. 


3. I£ so, how wrapped and where stored? 


RESPONSE: 


4. If not, will it on-load illegal drugs? Where? 
RESPONSE: There (Sho impressim vid 
wil Ms load Cortvilognd harcoties withru foi we ~ cap 
of his epwatinn.. 

5. Where and when will the target vessel transfer/off-load the illegal 

drugs? 


RESPONSE: 


6. Phonetically surface call signs associated with the target vessel. 


RESPONSE: 


COMMENTS: Full session transcripts and reports are kept on file locally. 


T STIPPLED NOFORN 
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